To: Ragon, Derek[Ragon. Derek@epa.gov] 

From: Ortiz, Diana 

Sent: Mon 8/10/2015 1:12:05 PM 

Subject: RE: Gold King Mine A6LS 


Don’t drink the water! 


Diana Ortiz 

Superfund FOIA Coordinator 
Information Management Team (6SF-VI) 
(214)665-7315 


From: Ragon, Derek 

Sent: Monday, August 10, 2015 8:11 AM 

To: Ortiz, Diana 

Subject: RE: Gold King Mine A6LS 


Thanks Deedee, that's where 1 am. 
I should be back on Wednesday. 
See ya, 

Derek 

Sent from my Windows Phone 


From: Ortiz, Diana 

Sent: 8/10/2015 6:56 AM 

To: R6 6RC-S: R6 6SF-ALL 

Subject: FW: Gold King Mine A6LS 


4004492 
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Diana Ortiz 


Superfund FOIA Coordinator 
Information Management Team (6SF-VI) 
( 214 ) 665-7315 


From: Contreras, Robert 

Sent: Monday, August 10, 2015 7:55 AM 

To: Petersen, Chris; Milbeck, Regina; Ortiz, Diana; Ferguson, Ralph 
Subject: RE: Gold King Mine A6LS 


OK Chris, SSID/Site Project issued. 


Robert Contreras 
Region 6 

Accounting Services Section (6MD-CA) 
214 - 665-7485 
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From: Petersen, Chris 

Sent: Saturday, August 08, 2015 9:17 AM 

To: Contreras, Robert; Milbeck, Regina 

Subject: FW: Gold_King_Mine_2015 SSID FORM.docx 
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J. Chris Petersen 

Deputy Associate Director 

Response and Prevention Branch 

US EPA Region 6 

1445 Ross Ave, Ste. 1200 

Dallas, TX 75202 

214-665-3167 office 


214-665-7447 fax 
214-789-2535 cell 



From: Foster, Althea 

Sent: Friday, August 07, 2015 7:49 AM 

To: Ortiz, Diana 

Cc: Petersen, Chris; Webster, Susan 

Subject: Gold King_Mine_2015 SSID FORM.docx 


DD, 

This may have existing site identifiers in Region 8. I don’t know if or how that impacts us in 
Region 6. 
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